AlJiiUn.'j  KjjltOf/i1  0-’  'luri  .  uaDIiktL  OrvLGAE  OF  HEALTH 


m i\  n;, 

1  U  iIUj 


port ’Hi/-.; ;j  li  Aif'i kok ivy  (  pen rang;-;  division ) . 

for  the  Year  ending  December  31st,  1941. 


Gentlemen 


follows , - 


I  beg  to  present  my  Annual  Report  for  the  Yeflr  1941  as 


FOOD  INSPECTION . 


Public  Health  (Imported  Food)  Regulations  1937.  No  action. 

Public  Health  ( Preservatives , etc .  in  food)  Regulations  1025-39.  No  action. 
Public  Health  (Imported  Milk)  Regulations  1926.  No  action. 

Public  Health  (Shellfish)  Regulations  1934.  No  action. 


Table  "A”  Shipping  Entering  the  Port  in  1941. 


Number 

1 

inspected. 

N umbe r  r e ported 

No.  of  vessels 

No.  of 

to  be  defective. 

on  which  defects 

vessel/s 

by  | 
M.  O.H.  i 

l 

i 

by 

Sanitary 
Inspector . 

were  remedied. 

reported  ag 
having  dur-l 
the  voyage 
-infectious 
disease  on  | 

• 

i — 1 

72 

Nil. 

Nil. 

board. 

, 

i 

Nil. 

j 

— 

Table  "C"  Bases  of  Infectious  Disease  landed  from  Shipping  am 

1941. 


Diseases  . 

No.  of  cases 
Passengers . 

in  1941. 

Crew . 

No. of  vessels  concerned 

Nil. 

|  Nil. 

Nil 

Nil. 

Table  "D"  Cases  of  Infacitious  sickness  occurring  on  vessels 
during  voyage,  but  disposed  of  prior  to  arrival. 


Nil 


Nil. 


Nil. 


Nil. 


Table  "En 

Rats  destroyed  on  Vessels  during  1941. 


Nil. 


Table  ”Fn .  Fiats  destroyed  in  Docks,  Quays,  wharves  and  Warehous 
a.  destroyed  11.  b.  exammttmed ,  nil.  c.  infected  with  plague,  nil. 


Table  " j" .  Classification  of  huisances. 

No,  inspected  Defects  of  Structural  defects  Dirt, vermin 

during  year.  original  construction.  thro'  wear  &tear.  &  other  con- 
Nil.  Nil.  Nil  aitions  pre¬ 

judicial  to 

-  health.  Nil. 


I  am.  Sirs, 

Your  obedient  servabt. 


D.S. Scott . 

Medical  Officer  of  Health. 


' 


